Sent: 


Fri  8/14/2015  8:19:13  PM 


How  much  have  you  spent  approximately  on  this  particular  cleanup? 

7.  We’ve  learned  that  this  particular  EPA  cleanup  project  to  plug  the  mines  in  the  Animas 
watershed,  including  Gold  King  & Sunnyside,  cost  $1.5  million  and  began  in  July.  Can  you 
confirm  that? 

8.  The  owner  of  Gold  King  mine  says  EPA  has  not  held  Sunnyside  and  Kennross  Corp 
responsible  enough  for  the  chronic  leakage  and  this  spill.  What’s  your  response  to  that? 
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